Green Line Transformation _ MST 
Design Project Updates Yall Ee # 


Week in Review and Lookahead 
Friday, April 14, 2023 


Monday, April 17 will mark the 127th Boston Marathon. 
Copley Station will be closed for the entire day. South 
Street, Kent Street and Saint Mary's Street stations will be 
closed from approximately 10 AM — 6 PM. To learn about 
service changes planned for Monday, read the MBTA's | 1 
Boston Marathon Guide I Boston Marathon 
April 17, 2023 


¢ Lookahead | Work on Symphony Station utility relocation is scheduled to begin on Monday, April 
24. Visit the project page for more information on traffic impacts and the timing of construction 


*Schedule subject to change with weather conditions and in 
accordance with public health directives Page 1 of 7 
Project percentages represent the value of the installed work 
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